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Do M SU3JF0T, 378 EXPERIENCED SAME SITUATION OK FERRY FLIGHT 1HAT OCCURRED 

A1 | TAIL PIPE RUMBLE. ENGINE CHANGED DUE TO A PIECE OF SAFEST 

WIRE PASSING THROUGH OIL HJMP. 
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